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FLUORIDATION  ORDERS  BY 

LOCAL  HEALTH  AUTHORITIES 

(By  date 

of  order) 

Acton 

12/09/68 

Canton 

01/26/71 

Chelmsford 

12/05/68 

•Duxbury 

03/18/71 

Fall  River 

12/21/68 

•Lincoln 

03/29/71 

Hanover 

12/09/68 

Medford 

01/05/71 

Hudson 

12/19/68 

Milton 

03/06/71 

•Natick 

12/12/68 

North  Adams 

07/22/71 

North  Reading 

12/19/68 

Norwood 

01/20/71 

Pembroke 

11/14/68 

Swampscott 

02/22/71 

Reading 

12/24/68 

Braintree 

05/21/72 

Acton 

03/10/69 

Brockton 

11/11/72 

Andover 

03/27/69 

Cambridge 

08/31/?2 

Arlington 

11/26/69 

Fairhaven 

07/01/72 

Biller ica 

01/23/69 

New  Bedford 

06/03/72 

Bourne 

02/19/69 

North  Andover 

04/15/72 

Chicopee 

01/23/69 

Westwood 

01/26/72 

East  Bridgewater 

12/03/69 

Walpole 

06/26/72 

Fitchburg 

05/19/69 

Whitman 

11/24/72 

Fra-ningham 

01/06/69 

•Chelmsford 

09/17/73 

Franklin 

01/16/69 

Dedham 

10/11/73 

Gluocester 

03/25/69 

Taunton 

11/19/73 

Grove land 

08/25/69 

Northampton 

12/21/73 

Haverhill 

07/11/69 

Greenfield 

01/14/74 

Holden 

10/27/69 

Gardner 

05/24/74 

Holliston 

04/11/69 

Lowell 

12/05/74 

Hopedale 

07/30/69 

•Gloucester 

12/12/77 

Ipswich 

05/01/69 

Bedford 

C7/21/80 

Lexington 

04/17/69 

•Duxbury 

05/15/80 

•Lincoln 

05/15/69 

Marlborough 

05/22/80 

Lynn 

09/10/69 

•Natick 

10/27/80 

Mendon 

07/30/69 

•Rockport 

05/11/81 

Milford 

07/30/69 

Lawrence 

04/02/81 

Needham 

02/27/69 

*Methuen 

05/07/81 

Peabody 

08/12/69 

•Manchester 

08/17/81 

•Rockport 

11/28/69 

North  Attleboro 

05/24/82 

Southbridge 

02/20/69 

Stoughton 

07/22/82 

•Springfield 

06/21/69 

Holbrook 

12/02/82 

Watertown 

03/27/69 

Hudson 

12/31/82 

Wayland 

09/18/69 

Springfield 

06/01/83 

Wellesley 

05/29/69 

Dracut 

06/19/83 

Westborough 

10/08/69 

Chicopee 

07/28/83 

Weston 

01/30/69 

Tewksbury 

12/05/83 

Weymouth 

03/27/69 

Peppereil 

02/29/84 

Winchendon 

03/20/69 

Lenox 

04/04/84 

•Worcester 

02/20-22/69 

Amherst 

05/24/84 

Attleboro 

07/16/70 

Wellesley 

05/25/84 

Belmont 

11/26/70 

Rutland 

08/22/84 

Boston 

11/17/70 

•Duxbury 

08/23/84 

Brook line 

11/26/70 

Sturbridge 

03/23/85 

Chelsea 

12/01/70 

Gardner 

04/08/85 

Easton 

03/27/70 

Westf ield 

05/06/85 

Everett 

12/10/70 

Millis 

06/07/85 

Holbrook 

03/04/70 

Oxford 

08/07/85 

Ipswich 

06/14/70 

Middleboro 

12/16/85 

•Lincoln 

12/17/70 

Ayer 

05/07/86 

Lynnfield  W.D. 

12/18/70 

Wilbraham 

06/02/86 

Maiden 

12/18/70 

Longmeadow 

06/04/86 

Melrose 

11/26/70 

West  Newbury 

09/03/86 

Quincy 

12/11/70 

Grove land 

10/08/86 

Randolph 

03/05/70 

Oak  Bluffs 

10/31/86 

Revere 

12/24/70 

Stoughton 

11/05/86 

Shirley 

04/18/70 

Easton 

11/12/86 

Some rvi lie 

12/03/70 

Westford 

03/24/88 

Stoneham 

03/05/70 

Holden 

05/05/88 

Wakef  ield 

12/22/70 

Burl ington 

05/20/88 

Waltham 

12/14/70 

•Natick 

05/28/88 

Worcester 

12/22/71 

•Lenox 

05/31/86 

•Multiple  Orders 
(1) 


Fluor r tat ton  orders  :rr  local  health  ahthgrit:f- 
( Alphabit icai  Order  by  City/Town) 


Ac  tor. 

12/09/68 

Lynnfiold  W.D. 

12/18/70 

A<_"  ton 

03/10/69 

"Manchester 

06/17/31 

An  ners  t 

05/24/84 

Maiden 

12/18/70 

Andover 

03/27/69 

Marlborough 

05/22/80 

Ar  i  i no ton 

1 1/26/69 

Med ford 

01/05/71 

At  t leboro 

07/16/70 

Melrose 

i 1/26/70 

->yer 

05/07/S6 

Mendon 

07/30/63 

Bedford 

07/21/80 

Methuen 

05/07 /81 

Belmont 

11/26/70 

Middleboro 

12/16/85 

B 11 ler  ica 

01/23/69 

Milford 

07/30/69 

Boston 

11/17/70 

Hillis 

06/07/85 

3ourne 

02/19/69 

Milton 

•03/06/71 

5ra  intree 

05/21/72 

Natick 

12/12/68 

Brockton 

11/11/72 

Natick 

10/27/80 

BrooKline 

11/26/70 

Natick 

05/28/38 

Burlington 

05/20/38 

Needham 

02/27/69 

Cambridge 

08/31/72 

New  Bedford 

06/30/72 

Canton 

01/26/71 

North  Adams 

07/22/71 

Chelmsford 

12/05/68 

North  Andover 

04/15/72 

'Chelmsford 

09/17/73 

North  Attleboro 

05/24/82 

Chelsea 

12/01/70 

Northampton 

12/21/73 

ChicoDee 

01/23/69 

North  Reading 

12/19/68 

Ch icoDee 

07/28/83 

Norwood 

01/20/71 

Sedham 

10/11/73 

Oak  Bluffs 

10/31/86 

D  racut 

06/19/83 

Oxford 

08/07/85 

"Duxbury 

03/18/71 

Peabody 

08/12/69 

"Duxbury 

05/15/80 

Pembroke 

11/14/63 

Duxbury 

08/23/84 

Peppere 1 1 

02/29/84 

"Easton 

03/27/70 

Quincy 

12/11/70 

"Easton 

11/12/86 

Randolph 

03/05/70 

East  Bridgewater 

12/03/69 

Reading 

12/24/68 

Everett 

12/10/70 

Revere 

12/24/70 

Fairhaven 

07/01/72 

"Rockport 

11/28/69 

Fall  River 

12/21/68 

"Rockport 

05/11/81 

Freuninghain 

01/06/69 

Rutland 

08/22/84 

Frar.kiin 

01/16/69 

Shirley 

04/18/70 

Fitchburg 

05/19/69 

Somerv  ille 

12/03/70 

Gardner 

05/24/74 

Southbr idge 

02/20/69 

Gardner 

04/08/85 

Spr ingf  ield 

06/01/63 

Gloucester 

03/25/69 

Stoneham 

03/05/70 

* Gloucester 

12/12/77 

*  So  r ingf  ield 

06/21/69 

Green field 

01/14/74 

*  St ought on 

07 /22/S2 

*  Grove land 

08/25/69 

"Stoughton 

11/05/86 

*C  rove land 

10/08/86 

Sturbr idoe 

03/23/85 

Hanover 

12/09/68 

Swamp scot  t 

02/22/71 

Have  r h ill 

07/11/69 

Taunton 

11/19/73 

Hi  >  lb  rook 

03/04/70 

Tewksbury 

12/05/63 

Holbrook 

12/02/82 

Wakefield 

12/22/70 

*  Ho lden 

10/27/69 

Walt ham 

12/14/70 

*  Ho lden 

05/05/88 

Walpoie 

06/26/72 

Ho 1 1 i  s  ton 

04/11/69 

Way land 

09/18/69 

hopeda le 

07/30/69 

Watertown 

03/27/69 

Hudson 

12/19/68 

We 1 ies ley 

05/29  ''69 

Hudson 

12/31/S2 

Weliesley 

05/25/84 

I osw  ich 

05/01/69 

West bo rough 

10/08/69 

loswich 

06/14/70 

West f  ield 

05/06/85 

Lawrence 

04/02/81 

Westf ord 

03/24/S8 

*  Lenox 

04/04/84 

West  Newburv 

09/03/S6 

*  Lenox 

05/31/88 

Weston 

01/30/69 

Lexington 

04/17/69 

Westwood 

01/26/72 

"Lincoln 

05/15/69 

Wilbraham 

06/02  .'86 

"Lincoln 

12/17/70 

Whitman 

11/24/72 

•Lincoln 

03/29/71 

Winchendon 

03/20/69 

Longmeadow 

06/04/86 

Weymouth 

03/27/69 

Lowe  1 1 

12/05/74 

"Worcester 

02/20/  - 

Lynn 

09/10/69 

Worcester 

12/22/71 

"Multiple  orders 
(2) 


POPULATION  DRINKING  FLUORIDATED  WATER  BY  CITY  AND  TOWN 
ADJUSTED  WATER  SUPPLIES 


System                         Subsystem  Population  Total  Population  Served 

( 1985) 

Acton  17,431 

Amesbury  13,923 

Amherst  35,827 

Andover  27,154 

Ashburnham  4,322 

Athol  10,321 

Attleboro  32,233 

Ayer1  6,014 

Ft.  Devens  Army  Base  3,000  (est.) 

Bedford  11,709 

Belchertown  (part)  750 

Belchertown  State  School  750  (est.) 

Beverly  72,624 

Beverly  35,532 

Salem  37,092 

Bourne  (part)  5,000 

Otis  Air  Force  Base  5,000  (est.) 

Burlington  22,514 

Cambridge  86,865 

Canton  17,550 

Cohasset  7,149 

Concord  15,636 

Danvers  28,706 

Danvers  24,224 

Middleton  4,482 

Dedham  Water  Company  36,904 

Dedham  23,730 

Westwood  13,174 

Dracut  22,200 

Duxbury  13,248 

Essex  2,971 

Fall  River  89,626 

Fitchburg  39,576 

Franklin  17,865 

Gardner  17,921 

Gloucester  24,946 

Grove land1  5,089 

Hamilton  7,103 

Haverhill  46,172 

Hingham  Water  Company  30,439 

Hingham  20,648 

Hull  9,791 

Hoiden  13,187 

Holliston  12,606 

Holyoke  43,125 

Hudson  17,251 

Ipswich  11,368 

Lawrence  58,785 

Lincoln  6,902 

Longmeadow  15,971 


(3) 


Lowell  95,339 

Lynn  78,463 

Lynnfield  7,135  (est, 

Lynnfield  Center  Water  District  7,135  (est.) 

Manchester  5,472 

Marlboro  34,294 

Medway  9,037 

Metropolitan  District  1,569,630 


Arlington 

AC  /ICC 

4b , 4bb 

Belmont 

26 , 178 

Boston 

601 , 095 

Brookline 

CO     1  C  n 

bo , LoZ 

cneisea 

A  n  n 

Everett 

nr     n  n  n 

35 ,  /  15 

Framingham 

bl , Z41 

Lexington 

29 , 224 

Lynnfield  Water  District 

,1    r\  r\  n. 
4  ,  UUU 

waiuen 

C.T  A7A 

Mar lblehead 

iy ,  4  u  j 

rieaioru 

Off  ±o4 

Melrose 

, / /4 

Milton 

zd  ,  boy 

Nanan l 

4  ,  u  /  u 

Newton 

on  one 

oZ , vZd 

Norwood 

TP.  CC1 

zo , bb  i 

Quincy 

QQ  inn 

oo , lzz 

Kc  Vtr  J7ti 

"3 Q    CI  •) 

oaUyus 

,  b<£0 

Somerville 

71,134 

Stoneham 

21,836 

Swampscott 

13,524 

Waltham 

57,955 

Watertown 

32,189 

Weston 

10,734 

Winthrop 

18,141 

Woburn  (part) 

7,325 

Millis  6,689 

Needham  27,870 

Newburyport  19,810 

Newburyport  15,635 

West  Newbury  3,175 

Newbury  District  1,000 

North  Andover  19,711 

North  Reading  11,897 

Oak  Bluffs1  2,261 

Oxford  11,403 

Peabody  45,766 

Pembroke  13,519 

Reading  21,993 

Rockport  6,793 

Rutland  4,291 

Scituate  17,287 

Seekonk  12,271 


(4) 


Sharon 
Shrewsbury 
Somerset 
Somerset 

South  Dighton  (part) 
Southbridge  Water  Company 
Sturbridge-'- 
Sudbury 
Swansea 
Taunton 

Taunton 

North  Dighton  Fire  District 
Temple ton 
Tewksbury 
Topsf ield 
Tyngsboro  (part) 
Wakefield 
Walpole 
Wellesley 
Wenham 
Westf ord 
Westborough 
Westminister 
Weymouth 
Winchester 


18,524 
1,000  (est.) 


42,001 
1,200 


14,581 
22,181 
19,524 


16,501 
6,321 
13,736 
14,747 
43,201 


5,963 
24,442 
5,480 

3,000  (est 
24,495 
18,092 
27,052 

3,838 
15,051 
13,549 

5,510 
53,735 
20,763 


TOTAL  ADJUSTED  3,341,676 
NATURALLY  FLUORIDATED  (GREATER  THAN  0.7  ppm  FLUORIDE) 
System  1985  Population  Served 

Hardwick  (part  125 

Eagle  Hill  School 
Royalston  (part) 

South  Royalston 

Improvement  Corporation  (est.)  200 
Ware  (part) 
A  and  J  Mobile  Home  Park  72 


397* 

Note:  *      One    surface    water    supply  Rockport  is  naturally  fluoridated 

but  community  population  is  carried  under  adjusted  category. 

TOTAL  FLUORIDATED  3,342,073 

STATISTICS  FROM  THE  MASSACHUSETTS  DEPARTMENT  OF  PUBLIC  HEALTH 


1  Expected  1989 


(5) 


120  MASSACHUSETTS  COMMUNITIES  RECEIVING  WATER  FLUORIDATION 


Fluoridated  at  1  part  fluoride  per  million  parts  water  (ppm) 
City/Town  Year  of  Start-Up  City/Town      Year  of  Start-UP 


Acton 

1970 

Medway 

1953 

Amesbury 

1968 

•Melrose 

1978 

Amherst 

1987 

Middleton 

1951 

Andover 

1969 

Millis 

1983 

*Ar 1 ington 

1978 

"Milton 

1978 

Asnburnham 

1957 

•Nahant 

1973 

Athol 

1952 

Natick  (waiting  completion) 

Attleboro 

1973 

•Needham  (FL) 

1971 

Ayer      (Ft.  Devens) 

1959 

Newbury  (part) 

1969 

(town  waiting  completion) 

Newburyport 

1969 

Bedford 

1978 

•Newton  (FL) 

1963 

•Relmont 

1978 

North  Andover 

197  5 

Belchertown  School 

1953 

North  Reading 

1971 

Beverly 

1952 

•Norwood 

1978 

•Boston 

1978 

Oak  Bluffs  (waiting  completion) 

Bourne  (Otis  A.N.G. 

)  1960 

Oxford 

1987 

•Brookline 

1978 

Peabody 

1983 

Burlington  (waiting 

completion) 

Pembroke 

•Cambridge  (FL) 

1974 

•Quincy 

1978 

Canton 

1978 

Reading 

1970 

•Chelsea 

1978 

•Revere 

1978 

Cohasset 

1956 

Rockport  (part  natural) 

1984 

Concord 

1970 

*  * Royals ton 

Danvers 

1951 

Rutland 

1985 

Dedham 

1977 

Salem 

1952 

Dighton  (part) 

1971 

Saugus 

1978 

Dracut 

1982 

Scituate 

Duxbury 

1987 

Seekonk 

1952 

Essex 

1970 

Sharon 

1953 

•Everett 

1978 

Shrewsbury 

1953 

Fall  River 

1973 

Somerset 

1969 

Fitchburg 

1975 

•Somerville 

1978 

•Framingham  (FL) 

1970 

Southbridge 

197  1 

Franklin 

1970 

•Stoneham 

1978 

Gardner 

1987 

Sturbridge 

19S8 

Gloucester 

1981 

Sudbury 

1960 

Groveland  (waiting 

completion ) 

•Swampscott 

1978 

Hamilton 

1956 

Swansea 

1969 

•Hardwick  (part) 

Taunton 

1981 

Haverhill 

1971 

Templeton 

1951 

Hingham 

1953 

Tewksbury 

1983 

Holden  (waiting  completion) 

Topsf ield 

1953 

Holliston 

1970 

Tyngsboro 

1987 

Holyoke 

1970 

•Wakefield 

1978 

Hudson 

1985 

Walpole 

1977 

Hull 

1953 

•Waltham 

1378 

Ipswich 

1971 

••Ware  (part) 

Lawrence 

1983 

•Watertown  (FL) 

1971 

•Lexington 

1978 

Wenham 

1967 

Lincoln 

1971 

Wellesley 

1937 

Longmeadow  (waiting 

completion) 

Westborough 

19'74 

Lowe  1 1 

1982 

Westford  (waiting  completion) 

•Lynnfield  (FL) 

1972 

Westminster 

1968 

(Lynnfield  Center) 

1959 

West  Newbury  (part) 

1969 

Lynn 

1983 

•Weston  (FL) 

1973 

•Maiden 

1978 

Westwood 

1977 

Manchester 

1983 

Weymouth 

1972 

•Marbiehead 

1978 

•Winchester  (FL) 

1956 

Marlborough 

1982 

•Winthrop 

1978 

•Medf ord 

1978 

•Woburn  (part) 

1978 

NOTES :  •  -      Members      of      the      Massachusetts    Water    Resources  Authority, 

formerly  Metropolitan  Water  District  (MDC),  fluoridated  in 
1978. 

••  -  Naturally  Fluoridated  at   .7  or  higher  ppm 
(part)  -  Communities    partially    fluoridated.        Check    with     local  water 
department . 
(FL)  -  Fluoridating  prior  to  MDC. 


PREPARED  BY  THE  DEPARTMENT  OF  PUBLIC  HEALTH  -  TEL:  617  727-0732 

November  1988 


(6) 


REFERENDA  HISTORY  SINCE  1968 


1969  Referenda 


Chicopee 

Gloucester 

Springfield 


Lost  -  3 

66,416 
27,690 
162,078 

256,184 


1970  Referenda 


Won  -  7 


Lost  -  9 


Acton 

Andover 

Framingham 

Needham 

Watertown 

Weymouth 

Winchendon 


10,188 
20,551 
52,369 
29,202 
40,115 
50,468 
6,689 


209,582 


Grove land 

Ipswich 

Hanover 

Holden 

Lincoln 

Milford 

Rockport 

Wayland 

Wellesley 


4,866 
9,955 
7,862 

12,000 
4,463 

17,034 
5,297 

12,192 

26,297 

99,966 


1971  Referenda 


Won  -  5 


Lost  -  2 


Ipswich 
Lincoln 

Lynnfield  (part) 
North  Adams 
Randolph 


10,853 
10,712 
6,718 
18,998 
27,111 
74,398 


Easton 
Holbrook 


12,249 
11,787 
24,036 


Won  -  4 

Canton        (Spring)  17,089 

Duxbury      (Spring)  7,625 

Braintree  (Fall)  33,954 

North  Andover  12,514 


1972  Referenda 


71,182 


(7) 


Referenda  1973 


Won  -  2 

New  Bedford  101,262 
Northampton  (Advisory)  27,762 


Lost  -  1 
Holyoke  (advisory) 


Won  -  2 

Whitman  (Spring) 
Dedham  (Fall) 


Won  -  1 

Gloucester 


Won  -  2 

Marlborough 
Duxbury  (Advisory) 


129,024 

Referenda  1974 


10,968 
27,383 


38,351 


27,209 


30,709 
7,636 


Won  -  1 

Rockport  (Advisory)  6,300 


Chelmsford 
Greenfield 
Northampton 


Referenda  1975 

Gardner 
Referenda  1979 


Lost  -  3 

(Spring)  30,341 
(Fall)  17,928 
25,678 


73,956 


Lost  -  1 
20,015 

Lost  -  2 


New  Bedford  101,777 
Leominster  (Advisory)  32,939 


134,716 


Referenda  1980 


Lost  -  1 
Duxbury  (Binding)  7,636 


Referenda  1981 


Lost  -  3 


Chelmsford  (Advisory)  31,149 
Natick  31,192 
Methuen  36,700 


99,091 


(8) 


Referenda  1982 


Won  -  2 


Lost  -  2 


Rockport  (Spring  6,300 
Manchester  (Spring)  5,534 

Total  11,834 


North  Attleborough  (Fall)  21,095 
Stoughton  (Fall)  26,710 

Total  47 ,805 


Refernda  1983 


Lost  -  5 


Randolph  (Spring) 

( nonbinding ) 
Holbrook  (Spring) 
Chicopee  (Fall) 
Springfield  (Fall) 
Agawam  (nonbinding) 


Total 


Referenda  1984 


Won  -  3 

Wellesley  (Fall)  27,209 

Tewksbury  (Fall)  24,635 

Amherst       (Fall)  33,229 

Total  85, 173 


Pepperell  (Fall) 
Lenox  (Fall) 


Total 


Referenda  1985 


Won  -  2 

Duxbury  (Spring) 
Millis     (non  binding) 


11,807 
6,908 


Westfield  (Fall) 


Referenda  1986 


Won  -  1 
Longmeadow  (Fall) 


15,971 


Referenda  1987 


28,218 

11,140 
55,112 
152,319 
26,271 

273,060 


Lost  -  2 


8,061 
6,523 


14,584 


Lost  -  1 


34,717 


Lost  -  2 


Middleboro  (Spring)  16,066 
Wilbraham  (Fall)  11,958 


Won  -  1 
Groveland  (Spring) 


5,089 


Lost  -  2 

Easton  (Spring)  18,079 
Stoughton  (Spring)  24,156 


(9) 


Referenda  1988 

Won  -  2  Lo 

Burlington  ( non  binding)     22,514  Lenox  (Fall) 

Natick  (Fall)  30,280 


OFFICIAL  CHANGE  IN  POSITION 

Order  rescended  Braintree  1976 

North  Adams  1980 


(10) 


